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HYDERABAD , TUESDAY , JUNE 19 , 2018 . 


NOTIFICATIONS BY GOVERNMENT 

- - x - - 
HEALTH ,MEDICAL AND FAMILY WELFARE DEPARTMENT 

(C2 ) 
NOTIFICATION OF DRUGS INSPECTORS UNDER SUB - RULE ( 2 ) 

OF RULE 18 OF MEDICAL DEVICES RULES , 2016 . 
[G .O .Ms. No.56 , Health , Medical & Family Welfare (C2), 11th June, 2018.] 

In exercise of the powers conferred under sub - rule (2 ) of rule 18 of 
the Medical Devices Rules, 2017 , theGovernor of Telangana hereby designate 
Drugs Inspectors appointed under section 21 of the Drugs and Cosmetics 
Act, 1940 (Central Act 23 of 1940 ) of Drugs Control Administration , 
Telangana State as "Medical Device Officers " in their respective 
jurisdiction / District in Telangana State . 


A . SANTHI KUMARI, 
Principal Secretary to Government. 
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